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SUBJECT: IAEA NUCLEAR POWER TRAINING PROGRAM 

1. IN CONNECTION AGENCY PLANNING FOR FIRST 6-9 MONTH 
COURSE UNDER SUBJECT PROGRAM U.S. UNDERSTANDS AGENCY BUDGETING 
FOR EIGHT FULL-TIME PROFESSIONALS TO SERVE AS INSTRUCTORS 
AND ORGANIZERS OF COURSE WITH TWO FULL-TIME SECRETARIES. 

AEC ASSUMES THESE PERSONNEL WOULD BE ASSIGNED TO HOST 
ORGANIZATION FOR COURSE, THEREBY REDUCING NUMBER OF FULL-TIME 
STAFF REQUIRED TO BE PROVIDED BY HOST ORGANIZATION. 

IF ALL FULL-TIME PROFESSIONALS NOT REQUIRED, WOULD 
FUNDS BE AVAILABLE TO HOST ORGANIZATION FOR FINANCING 
NUMEROUS PART-TIME LECTURERS THAT WOULD BE REQUIRED. MISSION 
REQUESTED PROVIDE SOONEST INFORMATION ON THESE POINTS (FULL 
SALARY, TRAVEL, AND LIVING EXPENSES PRESUMABLY COVERED) 

AND ON ANY OTHER FACTORS THAT WOULD AFFECT 

AEC CONSIDERATION OF COURSE IN PREPARATION FOR NOVEMBER 

MEETING OF PANEL ON TRAINING COURSE SYLLABUS. 
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